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MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 


SUBJECT 


Appointment of New Chairman of the 
National Intelligence Survey Committee 


REFERENCE : 


USIB-D-51. 1/8, 28 August 1963 (Final-USIB -Approved), 
para. 9 



1. The Director of Central Intelligence has appointed 
to replace Mr. James A. Brammell, who is retiring, as Chairman o 
the National Intelligence Suivey Committee, effective 1 August 1970. 

This appointment is pursuant to paragraph 9 of the reference which states 
that the representative of the CIA is the Chairman of the Committee. 
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2. ^^^^^|will also succeed Mr. Brammell as Director of the Office 
of Basic and Geographic Intelligence on 1 August 1970. 
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